• At the request of the United States Army- 
Signal Corps, in need of additional facili¬ 
ties, we have vacated cur former location at 
601 EAST THIRD ST. 
and now occupy new headquarters at 

712 WEST THIRD STREET. 


• We are now ready to serve the electri¬ 
cal industry of Dayton and the Miami 
Valley at our new address. 


GENERAL ELECTRIC SUPPLY CORP. 

712 WEST THIRD STREET 
DAYTON, OHIO 
Phone: HEmlock 5861 
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NEW OFFICE and WAREHOUSE LOCATED at 712 WEST THIRD STREET 










